To:  Li,  Corine[Li. Corine@epa.gov] 

From:  Banks,  Karl 

Sent:  Tue  8/1 8/201 5 1 :09:02  AM 

Subject:  RE:  Signed  Saipan  Saudelor  response  hours 


This  message  should  go  to  Barbara  Lee. 


Karl  Banks,  P.E.,  Environmental  Engineer 

Drinking  Water  Protection  Section  (WTR-3-2) 

US  EPA  Region  IX 

75  Hawthorne  Street 

San  Francisco,  CA  94105 

Phone:  (415)  972-3557 


From:  Li,  Corine 

Sent:  Monday,  August  17,  2015  4:51  PM 
To:  Gaudario,  Abigail;  Alert,  Tana 

Cc:  Albright,  David;  Lee,  Bessie;  Macler,  Bruce;  Cox,  Susan;  Ryan,  Kevin;  Andrew,  Sallach; 
Rao,  Kate;  Montgomery,  Michael;  Banks,  Karl;  Rivera,  Elvie;  Snider,  Rebecca;  Scatliffe, 
Uedico 

Subject:  RE:  Signed  Saipan  Saudelor  response  hours 


Water  Emergency  Team  staff  and  managers  are  in  need  of  clarity  for  charging  time  associated 
with  incident  response  (whether  Typhoon  Soudelor  or  Gold  King)  as  we  approach  PeoplePlus 
timekeeping.  Any  guidance  on  charging  of  regular/overtime/comp  time  would  be  appreciated. 
Many  worked  on  weekends  and  weeknites. 


From:  Gaudario,  Abigail 

Sent:  Monday,  August  17,  2015  4:09  PM 

To:  Banks,  Karl;  Alert,  Tana 
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Cc:  Li,  Corine;  Albright,  David;  Lee,  Bessie 
Subject:  RE:  Signed  Saipan  Saudelor  response  hours 


I forwarded  your  message  to  Barbara  who  is  familiar  with  the  rules. 


From:  Banks,  Karl 

Sent:  Monday,  August  17,  2015  4:07  PM 
To:  Gaudario,  Abigail;  Alert,  Tana 
Cc:  Li,  Corine;  Albright,  David;  Lee,  Bessie 
Subject:  Signed  Saipan  Saudelor  response  hours 


Personal  Matters/Ex.  6 


Anyway... 


Karl  Banks,  P.E.,  Environmental  Engineer 

Drinking  Water  Protection  Section  (WTR-3-2) 

US  EPA  Region  IX 

75  Hawthorne  Street 

San  Francisco,  CA  94105 

Phone:  (415)  972-3557 
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